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5 Functions 

5. 1 Total Overview - Components of the Dispenser 

Outer components of the dispenser (FB55) 



Product 
container 



Left door 




carrier 



Cover for service 
work 



Right door 
(only accessible for 
the service 
technician) 



Operating unit/ 
delivery buttons 



Option 

operating unit for 
coin module 



Option 
key switch 



Pot carrier 
(= drip grid) 
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Inner components of the dispenser (FB 55) 



Cover for product 
container 



Product container 



Dosing system 



Brewer 



Delivery spout 



Coffee grounds 
container 

Drip grid 
(= pot carrier) 



Drip tray sensor 
Drip tray 




Boiler cover 



Boiler 

Brewer 
valve 



Hot water 
valve 

Counter 
(Option) 

Electronic 
control 



Locking 
mechanism 



Inlet valve 



Sensor 
board 

(within the door) 



Base setting 
screws 



December, 1999 



5-5 



Service Manual FB55 



Functions 



Outer components of the dispenser (Coffee Care) 



Product 
container 
(behind the 
door) 



Left door 



Cup carrier 




Right door 
(only accessible for 
the service 
technician) 



Operating unit / 
delivery buttons 



Option 

operating unit for 
coin module 



Option 
key switch 



Pot carrier 
(= drip grid) 
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Inner components of the dispenser (Coffee Care) 



Cover for product 
container 



Product container 



Dosing system 



Brewer 



Delivery spout 



Coffee grounds 
container 

Drip grid 
(= pot carrier) 



Drip tray sensor 



Drip tray 




Boiler cover 



— Boiler 



Brewer 
valve 



Hot water 
valve 

Counter 
(option) 

Electronic 
control 



Locking 
mechanism 



Inlet valve 

Sensor 
board 

(within the door) 



Base setting 
screws 
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Operating unit 

Delivery of coffee 



Delivery of tea 



Display 



Button for pot 
selection 
(multibrew) 



Hot water 
button 



Lock (for 
opening of the 
left door) 



Standard 
operating unit 
logo 
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Button to set the 
beverage strength 



Delivery button for 
mocha 



Delivery button for 
coffee 



Option: 
Operating 
unit for coin 
module 

Option 
Key switch 









xxxxx 


xxxxx 
o o o 


a 




xxxxx 


xxxxx 




1 










© 









Button to set the 
beverage strength 



Delivery button 
for tea 



Blank button 
(used for 
programming of 
dispensers which 
deliver tea) 
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